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30. fee Save LIAISON Spoke with Catherine Essoyan, 
Senate Sele ee on elligence staff, and confirmed tomorrow's 


briefing on LA Division anti-terrorism activities. 


31. [| tzatson Spoke with Bill Ashworth, on the 
staff of the Senate Foreign Relations Committee, about a classified report 


on Soviet submarines and SLBMs. Ashworth had not fully understood some 

of the data contained in the report but after talking with _______—_+4d)s NFA@IUSS, 
Iwas able to satisfy all of his questions. In addition I informed Ashworth that 

we would be requesting one additional. compartmented clearance for him per 

his request, 


32. [ie tarson Spoke with Penny Young, on the 
staff of Representative steve Symms (R., Idaho), and answered several 25X1 


questions she had concerning the recent DDO personnel cuts. 


IAISON Called Donna Lavigne, 
Subcommittee on nergy, Nuclear Proliferation and Federal Services, 
Senate Governmental Affairs Committee, as a follow-up to her telephonic 
request for an Agency briefing of late Friday afternoon. I told her that it 
would be impossible for any Agency official to discuss in open session the 
subjects which she said the Committee was interested in having presented. 
She accepted my stating our position in this way and added that contrary to 
what she had said earlier, the Committee had not yet sent out letters 
requesting the Agency and other departments to participate in an open panel 
discussion on several aspects of nuclear terrorism. 


35. (i ereeaee HEARINGS Discussed transcript procedures 
with Dan Childs, Senate select Committee on Intelligence staff, and Jim 


Fellenbaum, Senate Appropriations Committee staff. (See Memorandum for 
the Record. ) 


go vaua 
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1, (Unclassified - PLC) LIAISON Received a call from Larry 
Smith, Senate Armed Services Subcommittee on Legislation staff, 
Smith was checking as to whether the Agency had prepared an unclassified 
study on Soviet civil defense. If not, he requested access to the classified 
study on this subject which we had mentioned to Senator John Culver (D., lowa) 
some months ago, I told him I was certain that no unclassified study has 
been done and a question still remains as to whether or not one will be 
issued, I said I would check and let him know and will also check as to 
whether the classified study has been completecd_and could be made available 
for review. I have referred the request to C/css/NFAc, 2%! 
who is checking on both studies and will let me know. 


2, (Internal Use Only - PLC) LIAISON Dan Stanton, GAO, 
called and gave final approval by GAO on the Memorandum of Understanding 
we had worked out with him concerning procedures for the CIA phase 
of the investigation of alleged Nazi war criminals. The GAO investigation 
was requested by the House Judiciary Subcommittee on Immigration, 
Citizenship, and International Law, 


3. (Unclassified - ME) FOIA/LIAISON Received call from 
Ms. Sandra Hannett, in the office of Representative Matthew F, McHugh(D. ,N. Y.} 
requesting the name and address for a constituent to write under the 
Privacy Act. I provided Ms, Hannett with same and suggested constituent 
also include statement before notary attesting ta proper identity as this 
would expedite the handling of the request. 


4, (Unclassified - ME) FOIA/LIAISON Called and spoke with 
Ms. Dodie Kostas, in the office of Senator John C, Danforth (R., Mo. ), as 
a follow-up to an OLC letter to Senator Danforth of 7 March, that a final 
Agency response was sent to his constituent, Mr, Eugene P, Schwartz, 
on 16 March, 


5. (Unclassified - MDC) HEARINGS Attended the hearings of the 
House International Relations Subcommittee on International Organizations 


on Korean-American relations, The hearing lasted from 9:45 a.m, to 28x] 
12:00 noon, at which time I was relieved of 
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6. Saeeeeorre Called Tom Eff, on the staff of 
Representative Michael Harrington (D., Mass.), in response to his 
request for information on the economic situation in Peru. I told him 
that we would send him two Agency publications entitled ''National Basic 


Intelligence Factbook" and ''Communist Aid to the Less Developed 
Countries of the Free World, 1976."' 


ERT ee ee 
DiEugenio, in the office of Representative Gary Myers (R., Pa.), 


, — that the be added to the —_ 7 7 the 


8. [ LIAISON Saw Loch Johnson, on the 
staff of the House Permanent Select Committee on Intelligence, and 
asked him when he thought we might expect Representative Les 
Aspin's (D., Wis.) contributions to wording Mr. Aspin would most like 
to see in the DCI's regulation governing CIA's contact with the media. 
Mr. Johnson said that we would receive Mr. Aspin's input no later 
than 14 April. 


os [ tatson Advised Pat Long, House 
Permanent Select Committee on Intelligence staff, that his Agency badge 
was ready for processing and the only thing that is lacking is his coming 
out to the Agency to get his picture taken. He said he would be out here 
next week to get this accomplished. 


10. ee LLAISON Received a call from Don Sanders, 
Senate Select Committee on Intelligence staff, who asked me questions 
about the appropriate classification of the Subcommittee on Special 
Investigations report which I answered. 25X1 
I later met with Sanders and picked up from hirn a copy of the security 
manual for his Senate Select Committee on Ethics investigation into 
possible Congressional leaks, and a letter from Senator Robert Morgan. 
(D., N. Car.) to the Director. I answered one of three questions Sanders 
had previously asked me related to the investigation of Agency activities 

Il agreed to answer the other two by 20 March as a meeting 

of the Senate Select Committee on Intelligence Subcommittee on Special 
Investigations is now set for 21 March. 
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1, (Internal Use Only - GMC) LIAISON Called Larry Sulc, 
Minority staff, House International Relations Subcommittee on Inter- 
national Organizations, to pass on a negative decision regarding the 
Minority staff's request for additions to the Subcommittee staff's 
cleared information summary, Sulc indicated that he and Thomas 
Smeeton, Minority Consultant for the Suhcommittee, would want to 
meet personally with Agency representatives on the matter, A 
meeting was held the same day. (See Memorandum for the Record, ) 


2. (Unclassified - GMC) LIAISON Called Fred Arnold, on the 
staff of the House Select Committee on Population, to pass on infor- 
mation from NFAC concerning his question regarding a radio broadcast 
alleging that Mexicans were being trained in insurgency tactics by the 
Soviet Union, 


3. | opens ied ~ PLC) Liaison[ DDO, who has beer?>*! 


25X14 handling the case, called to inform us that he received a call from 
Carl Duckett, former DDS&T, informing that he will be appearing before 
Senator John Glenn's (D., Ohio) Senate Governmental Affairs Subcommittee 
on Energy, Nuclear Proliferation and Federal Services to discuss nuclear 
proliferation sometime during the later part of next week. John McMahon, 

25X1 DDO, requested that eview with Duckett certain sensitive areas, 

25X1 includi 


e has talked to Duckett before concerning the recent 
congressional appearance and does not conte ate any problems. He 


was merely keeping us informed. 25X11 


Acting Legislative Counsel 


ce: 
O/DDCI Ex, Sec. DDS&T Mr. Hetu Compt. 


25X1 [ DDA Mr. Lapham IC Staff NFAC 
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l. (Unclassified - MG) LIAISON Received a call from 
Barbara Daniel, in the office of Representative J. Kenneth Robinson 
(R., Va.), who had a constituent request for an Agency study on the South 
Korean economic situation. I told her that the title of the study was ''Korea: 
The Economic Race Between the North and the South," gave her the number of 
the document, and told her it could be obtained through the DOCEX Project 
at the Library of Congress. 


4. (Unclassified - THW) LIAISON Jeannine, on the staff of the 
House Select Committee on Narcotics Abuse and Control, called to ask 
if our statement for the 20 March hearing would be coming up today. 
I told her it still wasn't ready and advised her it may not be ready by 
close of business. 


3. (Unclassified - NDL) LIAISON Patty, on the staff of the 
House Select Committee on Narcotics Abuse and Control, called for 
the witness list for the hearing on 20 March. I gave her the following 
hames: Frank C. Carlucci, DDCI; Paul Walsh, Associate Director- 
Management/NFAC; Anthony Lapham, General Counsel; and 25X11 
aes Legislative Counsel. She also mentioned that the 
room number will be 2200 of the Rayburn House Office Building. 


4. (Unclassified - RJK) LIAISON Called a staff member on the 
Subcommittee on Asian and Pacific Affairs, House International Relations 
Committee, to inform them that the Director had approved Chairman 
Lester L. Wolff's (D., N.Y.) request for James Lilley an 

ae cir: Intelligence Officers, to take part in a panel discussion 
or Congressional staff members sponsored by Chairman Wolff's 
ry gina I explained that the Director's formal reply will follow. 


25X11 


5. (Unclassified - RIK) LIAISON Per his request, sent a classified 
paper giving a breakout of Soviet submarine missiles and launchers to 
Bill Ashworth, on the staff of the Senate Foreign Relations Committee. 
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CENTRAL INTELLIGENCE AGENCY. 
Office of Legislative Counsel 


Washington, D. C. 20505 
25x Telephone: [ 


16 March 1978 
Committee on Foreign Relations 
United States Senate 

Washington, D. C. 20510 
Attention: Mr. Bill Ashworth 


Dear Bill: 


Attached is a breakdown of Soviet . 


SSBNs and SLBMs under the Interim 
Agreement. I believe it will be 
' useful for background purposes. 


Please note it is SECRET and 
should be handled accordingly. 


25X11 


_Enclosure 


FORM oy CUSOLETE ot 
6-68 1533 PREVIOUS Seg : 
UPRCCEEREE 


EDITIONS. 


Nie 
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STAT 


STAT 


EDWARD P. BOLAND, MASS., CH 


clewent «ram AbRaved For Release 2007/03/07 : CIA-RDP81M00980R002700020021-8 Fm fis. U.S. Garrat 
BILL D. HURLISON, Mo. ' 

MORGAN F. MURPHY, ILL. 

KES ASPIN, WIS. 


SN cc. U.S. HOUSE OF REPRESENTATIVES OLE IS M¥0 


ROMANO L. MAZZOLI, KY, 


. a IF. ; o 
BORMAN: MINE ACAs PERMANENT SELECT COMMITTEE 


ON INTELLIGENCE fase 
BOS WILSON, CALIF, 


JOHN M. ASHBROOK, OHIO WASHINGTON, D.C, 20515 


ROBERT MCCLORY, ILL, 
3. KENNETH ROBINSON, VA. 


‘THOMAS K. LATIMER, STAFF DIRECTOR 
MICHAEL, J. O'NEIL, CHIEF COUNSEL Mare ist 1 4 1 9 7 8 
i 


Acting Legislative Counsel 
7035 Headquarters 

Central Intelligence Agency 
Washington, D.C. 20505 


For use in the study of indications and warning by 
the Subcommittee on Evaluation, we would like to receive 
a copy of the two General Indicator Lists, which apply to 
the Soviet Union/Warsaw Pact and to China. These lists 
were approved by USIB same four years ago. 


We hope that it will be possible to receive them by 
Thursday morning of this week. Thank you for your atten- 
tion to this request. 


Sincerely, 

‘) 

be 

tian 
phdinas K. Latimer 
Staff Director 
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